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COMMERFORD & SONS INC R W 


ROUTE 4 
P.O. BOX 188 
GOSHEN, CT 06756 


Customer ID: 1940 
Certificate: 16-C-0006 

Site: TRA 

COMMERFORD AND SONS, INC. 

Inspection 

Type: ROUTINE INSPECTION 
Date: DEC-11-2004 


All items in compliance. 


Inventory: 1 elephant "Beulah" 

Inspection conducted at Super Pet Expo in Raleigh, NC 





